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Airborne Contaminants Specification 


This technical sheet specifies the allowable airborne contaminant level for 
operation of Dell Precision™ and Dell™ OptiPlex™ computers that may or may 
not be included in the documentation you received with your computer. 

Specification 

Airborne Contaminant Level:G2 or lower as defined bv ISA-S 71.04 -198 弓 
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